From: 

Rosas, Giovanni (DPH) 

Sent: 

Tuesday, April 05, 2011 4:01 PM 

To: 

Gillis, John (DPH); Hunt, Thuy (DPH); Salemi, Charles (DPH); Servizio, Paul (DPH); 
Corbett, Kate (DPH); Glazer, Lisa (DPH); O'Brien, Elisabeth (DPH); Phillips, Gloria (DPH) 

Subject: 

Diversity Training 


The mandatory Diversity Training class being held here on June 13 th is now full. Jou will 
have to either take this course downtown or wait until one comes up here. 


Thanks 

Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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